AU  - National Guideline Clearinghouse (NGC)
TI  - Olaparib for maintenance treatment of relapsed, platinum-sensitive, BRCA mutation-positive ovarian, fallopian tube and peritoneal cancer after response to second-line or subsequent platinum-based chemotherapy.
DP  - 2016
